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Message Text 

UNCLASSIFIED 

PAGE 01 JIDDA 02859 181344Z 
ACTION EB-08 

INFO OCT-01 NEA-10 ISO-OO SSO-OO INRE-00 CAB-05 
CIAE-00 COME-OO DODE-OO DOTE-OO INR-07 NSAE-00 
FAA-00 10-13 /044W 

181349Z 122472/44 

O 181323Z APR 77 

FM AMEMBASSY JIDDA 

TO SECSTATE WASHDC IMMEDIATE 8030 

UNCLAS JIDDA 2859 

PASS FAA NW1 FROM WALLER ICAOTAM 

E.O. 11652: N/A 
TAGS: EAIR 

SUBJECT: CAD; ELECTRICAL DISTRIBUTION SYSTEM DESIGN CHANGE 

THE SAUDI ARABIAN CIVIL AVIATION DEPARTMENT IS CHANGING ENGINEERING 
DESIGN OF AIRPORT ELECTRICAL DISTRIBUTION SYSTEMS. THEY WOULD LIKE 
TO SEE HOW IT IS ACCOMPLISHED IN THE UNITED STATES. IF POSSIBLE 
PLEASE ARRANGE WITH SEATAC INTERNATIONAL AIRPORT FOR OUR CHIEF 
ELECTRICAL ENGINEER AND A COUNTERPART FROM SAUDI CIVIL AVIATION 
DEPARTMENT TO VISIT THEIR ELECTRICAL DISTRIBUTION SYSTEM. ALSO 
PLEASE ASK ASW TO ARRANGE A VISIT TO THE NEW DALLAS-FORT WORTH 
AIRPORT. TIME FRAME - WITHIN THE NEXT TWO TO FOUR WEEKS. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, ENGINEERING, AIRPORTS, ELECTRIC EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 18-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977JIDDA02859 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 33-1 169 
Format: TEL 
From: JIDDA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770447/aaaabpad.tel 

Line Count: 39 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: b1783aa3-c288-dd11-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 24-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2777938 
Secure: OPEN 
Status: NATIVE 

Subject: CAD: ELECTRICAL DISTRIBUTION SYSTEM DESIGN CHANGE THE SAUDI ARABIAN CIVIL AVIATION DEPARTMENT IS CHANGING 
ENGINEERING DESIGN OF AIRPORT ELECTRICAL D ISTRIBUTION SYSTEMS. 

TAGS: EAIR, SA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b1783aa3-c288-dd1 1-92da-001cc4696bcc 
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